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THE   UTILIZATION  OF  WASTE  PRODUCTS.
tap i. .It dissolves the fat contained in the impure mass and carries it through c into the boiler JB, in which the carbon bisulphide evaporates. The vapour rises through the pipe b into the condenser D, where it is condensed, the liquid then passing to (7, whence it again carries fat to B. When all the

FIG. 21.
fat has been removed in this manner, the taps, c,f, g, and h are opened, whilst at the same time 6, d, and i are closed. Steam then passes from A through g into G, expels through h the carbon bisulphide, which collects in E, together with that evaporated in B; k and I are openings for emptying the cylinder C. By this arrangement of the apparatus, not only